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THE NEW 


^ GIT0R^°^^H-71 

• FASTER CLEANING • BEHER CLEANING • BEHER INSPECTION • EASIER HANDLING 
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SOLVENT CAPACITY AND OPERATING DATA 

Maximum Solvent capacity 55 gallons; minimum, 38 gallons. Large 
capacity does away with storing solvent drums, life of solvent is in¬ 
creased, there is less frequent draining. A large, easily accessible 
sludge drain is provided. 


CONSTRUCTIOK FEATURES 

BODY —The Agitor is sturdily constructed 
of 16 gauge steel with reinforced bottom. 
The cover is also reinforced by a streamlined 
panel, integral with the handle. Strong, 
revolving casters are concealed behind the 
recessed kick plate. Overall size is 38" L. 
X 21" W. X 341 / 2 " H. The tank is 26" deep. 
The distance from top of rack to maximum 
liquid level, is 10". The work shelf slides to 
right or left, and can be removed easily. 
The "Airgitator" tube is mounted off the 
bottom of the tank—above sludge level. 
The finish is light grey enamel; red cover— 
red bottom panel. 

SUPERFLO CENTRIGUAL PUMP —The 

Agitor is equipped with a high volume— 
quiet-operating centrifugal pump discharg¬ 
ing approximately 10 gallons per minute for 
hose-cleaning, agitation or fountain-surge 
basket cleaning. The pump has a full float¬ 
ing impeller (no bearings except in the 
motor) which keeps it free from any wear 
due to abrasive material. This is the same 
type of pump that is used in hundreds of 
industrial applications for continuous serv¬ 
ice. There are no seals; no packing; nothing 
to adjust; the rugged casting is of gray 
iron—the shaft of steel, the impeller of 
bronze. The electric motor driving the pump 
is enclosed in a steel housing having a grill 
in the rear for ventilation and lubrication. 
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Parts Cleaning System 

• BEHER CUSTOMER SERVICE • AN ASSET TO YOUR SHOP IN APPEARANCE AND EFHCIENCY 



MODEL H-71 

The new Agifor, Model H-71 (replacing fhe 
P-70) is a modern streamlined parts cleaning 
system, using Agitene Solvents which require 
no heating. It is a general utility unit for parts 
such as gears, crankcases, bearings, flyv/heels, 
connecting rods, generators, starting motors, 
office machines, coin machines, dies, jigs, tools 
and machined parts. Just plug the Agitor into 
your electric outlet, and it's ready for action at 
all times—no heating problems! 

The Agitor systematizes parts cleaning, and 
gives you full control over this important op¬ 
eration. It eliminates the time-consuming, 
sloppy "bucket-and-brush" . . . turns cleaning 
time into profit-time, and enables you to make 
ihe most of the mechanic's skill. 

Cleaning parts the Agitor way is GOOD 
SERVICE which your customers, too, will ap¬ 
preciate. It permits closer inspection, fre¬ 
quently revealing worn parts needing repair. 

OPERATING FEATURES 

By a simple twist of the wrist — the 
Agitor action is controlled for ( I) Phys¬ 
ical pump-agitation, (2) Fountain-surge 
for "basket" cleaning, (3) Hose cleaning, 

(4) Air-agitation. 

The action is selected according to the 
type of work being done. In many cases, 
parts can be cleaned with practically no 
manual effort. In degreasing heavily 
coated parts, the Agitor makes the job 
easier and faster, even 4hough some 
brushing may be required. 

SAFETY FEATURES 

Super and Regular Agiteno Solvents 
have flash points of 107° F. or above; 
however, as double fire protection, the 
Agitor has an improved safety device 
incorporating a fuseable link which melts 
at 165° F., causing the cover to drop. 


Always Ready 
for Action 


Model H-71 


PRICES, MODEL H-71 

Model H-71-A —With Swisher Basket, Bottom Rack 
and Screen; Pump with filter and I 10 V. 60 Cy. I Ph. 
Motor, Air Agitator, 2 Control Valves and 

Shelf. Complete $149*50 

Model H-71-B —Same as above but with 220 V. 60 Cy. 
I Ph. Motor. $152,50 

Approximate shipping weight 250 lbs. F.O.B. Evanston, Illinois 


Prices slightly higher west of the Rockies 
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LARGE PARTS 
CLEANER 

PROFIT FOR YOU 


NEW MODEL 


•GREATER FIRE PROTECTION • MORE 

CONSTRUCTION FEATURES 
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AIR AGITATION and 
HOSE CLEANING are 
Combined in the J-75 



OPERATING and CONSTRUCTION FEATURES 


HI-PRESSURE "HANDI-PUMP" UNIT— A com¬ 
pact, powerful pumping unit is supportecJ by a shelf on 
the side of the tank. The pump draws solvent from the 
Agitor tank, and discharges the fluid through a hose, 
for flushing off grease, grime, and oil. It may be re¬ 
moved from its support and used for various liquid 
transfer jobs. 

AIR-AGITATION —The Agitor is also made for air- 
agitation. Two "Airgitator" tubes are used to keep the 
solvent in constant motion over the entire tank. An air 
valve permits convenient control over the degree of 
agitation. 

A heavy steel rack supports the pieces to be cleaned 


off the bottom of the tank, which increases the effect¬ 
iveness of the agitation, and allows adequate settling 
area for sludge. 

SAFETY FEATURES —As double fire protection, the 
Agitor has an improved safety device incorporating a 
fuseable link which melts at 165° F., causing the cover 
to drop. 

CONSTRUCTION FEATURES— Made of 12 gauge 
steel with reinforced tank and cover. Two handles. 
Heavy steel bottom rack is of channel iron construction. 
Bottom of tank slopes to large sludge drain which is con¬ 
veniently located. The finish is light grey enamel; red 
cover—red bottom panel. 
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LARGE PARTS 
CLEANER 

E PROFIT FOR YOU 


NEW MODEL 



WHERE AGITORS 
ARE USED 


IN AUTOMOTIVE. AVIA¬ 
TION and FARM IMPLE- 
MENT Repair Service — for 

cleaning all types of motor and 
chassis parts and electrical 
equipment. (H-71 and J-75) 
(L-73 and P-72 for carburetors). 


INDUSTRIAL USES 

For removing cutting oil and 
lubricants used in metal working 
particularly for between-opera- 
tion cleaning. (L-73 or H-71.) 
For cleaning dies and jigs. (H-71 
or J-75.) 

For tool room use. (H-71.) 
Maintenance departments. 
(L-73. H-71 or J-75.) 

Factory repair and customer 
service departments. (L-73 or 


A large parts cleaner for use with Agitene Solvents 
which require no heating. The size of the unit, and 
the heavy, rugged construction, makes it especially 
applicable to cleaning motor blocks, crankcases, 
crankshafts, axles, transmissions, differentials and 
other motor and machinery parts. Industrially, the 
Agitor J-75 is used for cleaning large dies, machin¬ 
ery, and for batch cleaning small parts. The J-75 is 
always ready for use—there is no heating problem. In¬ 
stallation is simple. Size 60" L. x 341 / 2 " W. x 36/2 " 

Solvent Required Approximately 165 gallons. 

Model J-75 —With Bottom Rack, Air Agitator, 2 Control 
Valves, Portable "Handi-Pump" with hoses, '/4 H.P. I 10/220 V. 
60 Cy. I Ph. Capacitor COOC AA 

Motor >ZTD.UU 

Approximate Shipping Weight 550 lbs. F. O. B. Evanston, III. 

Model 75 —Complete unit less 
"Handi-Pump". 


$199.50 


MODEL J-75 


Approximate Shipping Weight 500 lbs. 
Prices slightly higher west of the Rockies 


Flip the switch and 
the Handi-Pump goes 
to work. 


H-71.) 

REPAIR SHOP USE 


THE GRAY-MILLS "HANDI-PUMP” 

This is a complete self-contained unit, having a positive 
displacement rotary pump—driven by a % H.P. motor. Sup¬ 
plied with two lengths of Neoprene hose. The pumping unit 
IS supported by a shelf on the side of the tank. 

The Portable “Handi-Pump” supplied with the J-75 may be 
used independently for transferring motor oil and anti-freeze 
from drums into other containers, for refilling radiators or 
crankcases after repair work, for transferring solvents into the 
cleaning unit or for emptying tanks. Also used in emergency 
for draining pits, etc., and for dozens of other Jobs. A great 
time and labor saver. Empties a 55-gallon drum of solvent 
in about 9 minutes. 




Cleaning mimeographing ma¬ 
chines and cylinders; and other 
types of duplicating or small 
printing equipment, office ma¬ 
chines, etc. (L-73 and H-71). 
Coin machine service. (H-71.) 
Refrigeration and washing ma¬ 
chines and general appliance 
service. (H-71.) 
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NEW MODEL 






Xt-73 


PARTS CLEANING 
SYSTEM 


AN AGITOR MEANS LESS CLEANING TIME-MORE PROFIT TIME 







Small Parts Being Cleaned in the 
L-73 with Air-agitation. 


MODEL L-73 

A small parts cleaner of modern design, used as an inde¬ 
pendent unit or as an auxiliary to the H-71 or J-75. The L-73 
is of the same general appearance as the two larger models. 
Used with SPEED-Agitene solvent for cleaning carburetors, 
fuel pumps and other parts having carbon or gum deposits; 
and with REGULAR or SUPER-Agitene for small parts, instru¬ 
ments, air cleaners, filters, etc. No heating required. The L-73 
also has many industrial applications in the tool room, service 
department and machine shop—promoting efficiency, cleanli¬ 
ness and safety. 

The L-73 is equipped for air-agitation. Two cfm. of air at 
3 lbs. pressure, produces an active agitation. Made of 18 
gauge steel. Hinged cover. 15 to 20 gallons of solvent used 
for average operation. Finish is light grey enamel; red cover. 

Model L-73 —With Bottom Screen. Air Agitator. 2 Control 
Valves and Swisher Basket. F.O.B. CA 

Evanston. Shipping Weight 80 lbs. ... #*dU 



ACCESSORIES for Models H-71. J-75 and L-73 PARTS CLEANING SYSTEMS 



P-72 CLEANING SYSTEM 


For carburetors, fuel 
pumps and other small 
parts. Tank has brack¬ 
ets so it can be mount¬ 
ed to side of models 
H-71, L-73. wall or 

bench. Complete with 
“Airgitator,” control 
valve, air-hose and ”T“ 
connection. Swisher 
basket and platform. 
Shpg . Wt.40^^-. 
lbs. Price 



Prices F.O.B. Evanston. III. 

Prices slightly higher west of the Rockies 


L-7 DRAIN SHELF 

Quickly bolted to side of H-71 
or L-73. Gives sturdy support 
for basket or parts. Solvent 
drains back into tank. Covers 
of larger units can be fully 
closed with shelf attached. 
I4'/2’‘ W. X 16“ L. 

Shpg. Wt. 12 lbs. 

L-8 SWISHER BASKET 

Strong construction. Solid 
sides. Screen bottom l3'/j" 
D. X 7'/,“ H. (body) 

Shpg. Wt. II lbs. $7.4U 
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• Fast, penetrating action 

• Will not harm finish 

• Safe—Flash point 107°—Non-toxic 

• Economical—use over and 

over again 


New Stepped-up SUPER-AGITENE 

A fast acting solvent for automotive, aviation and general repair shop use. Removes 
oil, road dirt and sludge, but will not harm metal. Crankcases, gears, air-cleaners, 
motors, transmissions, office appliances, coin machines, typewriters, castings, tools, 
and electric appliances are typical parts cleaned in Super-Aqitene. Leaves an 
"oily" film, which may be readily washed off with water or kerosene. When 
water is used as a rinse, a further cleaning action is obtained. 

55-gallon drum. $49.75 

30-gallon drum. .$32.25 


grease, 

electric 




• Removes carbon and gum quickly 

• Takes agitation for speed cleaning 

• Non-toxic—Will not harm any metal 
Economical—long lasting 


New Stepped-up SPEED-AGITENE 

A new, fast, highly concentrated solvent for removing carbon, gum, varnish, lead-base grease, paint and 
lacquers. Ideal for cleaning carburetors, fuel pumps, pistons and other automotive parts. Always ready 
for use—cleans cold—no heating required. 

Speed-Agitene will not tarnish zinc alloy die cast, the metal generally used for carburetors. 

It does not harm aluminum, pot metal, solder, or babbitt. Even Bakelite can be cleaned in Speed 
Agitene without damage. Metal parts of any type can be safely cleaned in this fast acting 
solvent. After soaking in Speed-Agitene. parts are rinsed in water, regular Agitene or Kerosene. 

In 5-gallon drum $2.95 pr gallon. In IS-gallon drum $2.75 per gallon 

In 55-gallon drum ... $2.55 per gallon 


m 
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• Safe. Flash point 109° 

• No rinsing—Non-toxic 

• Will not harm finish 

• Economical to use 


REGULAR AGITENE — A General Purpose Cleaner 

Used for removing cutting oils, lubricants, grease, sludge and oil base duplicating inks from 
parts, tools and machines. Particularly suited to the needs of a machine shop, for cleaning 
parts between operations, before rust proofing or inspection. Also for automotive 
and general repair work where a solvent is desired that requires no rinsing. Speed- 
Agitene may be added in proportion of about I part Speed to 10 parts Regular, to 
step up cleaning action and give some carbon-dissolving power. 

55-gallon drum.. . $39.50 

Solvent prices F.O.B. nearest warehouse. No drum charge. No deposit. 




































